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Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO II414 2I0003Z 
ACTION EA- 12 

INFO OCT-OI ISO-00 EB-08 /021 W 

II343I 211400Z/53 

R 200936Z APR 78 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO AMEMBASSY SINGAPORE 
AMCONSUL HONG KONG 
SECSTATE WASHDC 3328 

UNCLAS BANGKOK 11414 

E.O. 11652: N/A 
TAGS: BTIO, TH 

SUBJ: FOREIGN GOVERNMENT TENDER 


1. 549/01/T0054 
2. 041978 

3. D. LINDE 

4. 549 THAILAND 

5. Q 

6A. SUBMIT BID TO- 
6B. - 

6C. PROVINCIAL ELECTRICITY AUTHORITY (PEA), 200 NGAMWONGWAAN 

ROAD, NONTHABURI 

7. PEA-PSR2.P-17A/1978 

8.053178 

9.201 

10. 362911 1-0500. ONE THOUSAND AND THREE HUNDRED SINGLE-PHASE 
POWER CAPACITORS, OUTDOOR TYPE, ABLE TO WITHSTAND AN OVERVOLTAGE 
OF 110 PER CENT OF RATED VOLTAGE, PROVIDED WITH AN INTERNAL FUSE 
FOR EACH ELEMENT, AND USED NON-POLYCHLORINATED BIPHENYL IMPRE- 
GNANT, RATED OUTPUT 10 KVAR, RATED VOLTAGE 230 V., RATED FRE- 
QUENCY 50 HZ., COMPLETE WITH TERMINAL CONNECTORS FOR A1 CONDUCTOR 
SIZE 10-16 SQ.MM. AND BIRD GUARD CAPS; ONE THOUSAND AND FIVE HUN- 
DRED THREE-PHASE POWER CAPACITORS, OUTDOOR TYPE, ABLE TO WITH- 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 BANGKO 11414 210003Z 


STAND AN OVERVOLTAGE OF 1 10 PER CENT OE RATED VOLTAGE, PROVIDED 
WITH AN INTERNAL FUSE EOR EACH ELEMENT, AND USED NON-POLYCHLO- 
RINATED BIPHENYL IMPREGNANT, RATED OUTPUT 10 KVAR, RATED VOLTAGE 
400 V., 50HZ., COMPLETE WITH TERMINAL CONNECTORS FOR A1 CONDUCTOR 
SIZE 16-25 SQ.MM. AND BIRD GUARD CAPS; ONE THOUSAND THREE PHASE 
POWER CAPACITORS SIMILAR TO PRECEDING ITEM BUT RATED OUTPUT 
20KVAR; ONE THOUSAND AND FIVE HUNDRED THREE-PHASE POWER CAPACITORS 


Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 



Sheryl P. Walter Declassified/Released US Department of State EO Systematic Review 20 Mar 2014 

SIMILAR TO PRECEDING ITEM EXCEPT RATED OUTPUT 30KVAR; ONE THOUSAND 
AND FOUR HUNDRED THREE-PHASE POWER CAPACITORS SIMILAR TO PRECEDING 
ITEM EXCEPT RATED OUTPUT 45KVAR; ONE THOUSAND THREE-PHASE POWER 
CAPACITORS SIMILAR TO PRECEDING ITEM EXCEPT RATED OUTPUT 75 KVAR. 

1 1 . PROJECT EINANCED BY PEA BUDGET. TENDER DOCUMENTS ARE EOR SALE 
AT $300 PER SET EROM ADDRESS MENTIONED IN 6C ABOVE UNTIL MAY 17. 

ONE COPY OP SPECIPICATIONS WILL BE AIRPOUCHED TO COMMERCE ON 
04/21/78. 

WHITEHOUSE 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 20 apr 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978BANGK01 1414 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780171-0189 

Format: TEL 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780437/aaaabewi.tel 

Line Count: 71 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 963701 ab-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 29 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: N/A 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2908817 
Secure: OPEN 
Status: NATIVE 

Subject: FOREIGN GOVERNMENT TENDER 
TAGS: BTIO, TH 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/963701 ab-c288-dd1 1 -92da-001 cc4696bcc 
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